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their heads. I caught sight of one broken old man who
had once topped the bill on the Halls, but now was
lucky to get an odd day's work as a tramp or outcast
of the slums in a crowd scene. I was told that between
jobs he slept on the Embankment. You may see his
ruined face, for five seconds, the next time you visit
a picture theatre.